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glass taps n and ;#, with a mark on each of them below the tap, which at their capillary bottom ends are connected by india-rubber joints with the U-shaped absorption vessels, I> and E, usually called " pipettes." The horizontal capillary tube is at its end bent down and connected with a U-tube B, filled with cotton-wool, in order to retain all soot and dust contained in the gas sample.
FIG. 42.
The " pipettes" D and E are filled with bundles of glass
tubes, so as to provide a large surface of contact between the
gas and the absorbent; the open end of each pipette is closed
by a rubber stopper to which a thin rubber ball is attached^tlie
^ ot>|ect^f-wiach- -is-, to- pro tect. the ^ojitdiied Jiqu^
with the air.
The mark in the capillary end of the glass taps n and m